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Date: 26-06-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 869 (since 15t" March 2020) 
¥@) Positive Today: 30 #4 Recovered Today: 01 
4 Death Today: 00 #2. Active Cases: 243 
sty Sample Positivity today: 2.34% R%_ Recovery Percentage: 95.90% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 93439 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 89606 (95.90%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3313 (3.55%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 277 (0.30%) 
5. Number of samples found negative for COVID-19 today: 1253 
6. Total number of samples sent for COVID-19 testing today: 512 
7. Total number of cumulative samples found negative since 01.01.2022: 1386060 
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Detailed Status of Sample Tested 


: Negative as Positive 
Negative : Positive j 
H Cumulative 5 Cumulative 
in last 24 s in last 24 : 
hours Se hours ee 
01.01.2022 01.01.2022 


Haridwar 395 
Details of Districts having Positive COVID-19 Cases 
Almora 4541 4143 6 4 388 
Bageshwar 2094. 2003 0 0 91 
Chamoli 3221 3104 8 3 106 
Champawat 1914 1891 2 1 20 
Dehradun 33561 32867 151 176 367 
Haridwar 13208 12921 28 25 234 
Nainital 11412 11310 19 29 54 
Pauri Garhwal 5292 4299 6 18 969 
Pithoragarh 2564 2420 3 4 137 
Rudraprayag 2716 2585 0 2 129 
Tehri Garhwal 2393 2029 5 5 354 
U.S. Nagar 8836 8533 6 5 292 
Uttarkashi 1687 1501 i} 5 172 
Total 93439 89606 243 20m, 3313 
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COVID-19 Vaccination 


* Sessions Held Today: 321 

* Number of Beneficiaries Vaccinated Today: 3114 

* = Total Number of Beneficiaries Partially Vaccinated: 9048036 
* = Total Number of Beneficiaries Fully Vaccinated: 8503132 
* Total Number of Beneficiaries Given Precaution Dose: 678262 


Details of Beneficiaries Vaccinated in Uttarakhand 


Last 24 hrs 


Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
rewire [meter | oma | “eraser | Seats | ote | ote | ote | cam | gto. | amt | Pram 
1st Dose ue Reade eo Coverage Coverage Coverage | Coverage | Coverage | Coverage Roveruge Hs a Bese 
Almora 18992 12001 29212 23406 384091 358009 6024 6034 9959 9763 45506 28 11 
Bageshwar 9869 7064 14128 13132 186365 172972 2515 2521 2323 2403 29959 0 13 
Chamoli 14980 12665 19719 18918 275276 271655 3988 4022 6494 6635 44889 12 50 
Champawat 10442 6410 13451 11179 184802 173103 2255 2315 7586 7525 19395 3 0 
Dehradun 64421 37516 102242 78779 1580258 1486032 37247 36726 30672 31313 150351 197 257 
Haridwar 69190 17900 81973 45411 1517914 1459273 17787 17628 48463 48454 70674 13 325 
Nainital 40380 23080 52833 40487 758887 740196 14196 14009 20113 20239 63686 260 8 
Pauri 21887 13159 32601 28459 455252 434396 7923 7942 7103 7195 50242 79 105 
Pithoragarh 15920 10858 23711 20574 327790 319324 4112 8321 8416 28848 76 48 
Rudraprayag 8682 6106 12605 11055 174190 160734 2456 2692 2713 19336 6 10 
Tehri 22741 16402 31254 27837 400952 366262 6317 4930 5043 48136 18 120 
US Nagar 92998 85698 1359670 1385077 70456 
Uttarkashi 12982 8477 18232 16299 237009 227197 3488 5001 5108 36784 94 3 
Total 371460 | 218623 | 524959 | 421234 | 7842456 | 7554230 | 120707 120192 | 188454 | 188853 678262 2107 1007 


